Hands off! 

This real-time Power Spectral Density System analyzes and plots automatically. 
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•AUTOMATIC analysis with high statistical quality in seconds; 
bandwidths selectable from 0.02 Hz to 40 Hz providing 
500 frequency points in bands of 10Hz to 20,000 Hz . . . 
or in V 3 octaves (optional) 

•AUTOMATIC, accurate plotting in log or linear coordinates 
with automatic pen lift and chart change 

•AUTOMATIC start and stop of input tape recorders . . . 
no tape loops 

The Model PSD-6/AU is a new automatic Power Spectral 
Density System for analyzing enormous amounts of data 
and deriving the mean spectral characteristics in real time, 
either on-line or from previously recorded tape. Years 
of PSD plotting can be performed in days. The System, which 
is essentially digital, is designed around the proven 
Ubiquitous® Spectrum Analyzer. Over 50 Ubiquitous® 
Analyzers are now in use throughout the free world. The 
System requires no operator; it cycles automatically, 
and plots on continuous rolls of chart paper. Options include 
input range translation to 1 mHz, engine order normalization, 
and IBM compatible digital recording. The system is 
expandable at any time to include real-time correlation 
and/or complex cross-PSD analysis. Write for Technical 
Bulletin 681. 


The PSD-6/AU is the first and only fully automatic real-time m 

system for fast and inexpensive analysis of vast quantities of 

noise, vibration, and other low frequency data. Once the 

system is started, an operator is unnecessary . . . the only 

operating cost is paper. Setup is simple, repeatable, and «* 

rapid, using built-in calibration aids. 


Federal Scientific Corporation, 
a subsidiary of TST Industries, 615 W. 131 Street, 
New York, New York 10027, 212-286-4400. 

Federal Scientific Corporation is the originator of 
the Ubiquitous® Spectrum Analyzer 
and the Son-of-Ubiquitous, the Ubiq.™ 
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100% automation 
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RENT NOW-BUY LATER 

I expect to rent new equipment (on this year's budget) 
and apply 90% of paid-in rental to purchase (next year). 

NOTES: 


PLEASE SEND MORE INFORMATION ON: 


□ Automatic PSD-6/AU 

□ Basic UA-6 Spectrum Analyzer 

□ Speech Analyzer UA-7/28 

□ Shock Analyzer UA-7/37 

□ Digital Input Analyzer 
UA-7/51 

□ Percent BW Analyzer 
UA-7/64A 


□ 100kHz Analyzer UA-8 

□ 1000-Line Analyzer UA-9 

□ 100 fisec transient Analyzer 
UA-11 

□ Correlation Analyzer UCA-6 

□ Cross-PSD Processor with 
UPS-6 

□ Multi-Channel Analysis 


MAIL TO: 

Name---- 

Title_—-Dept- 

Company- 

Address_ 

City_State_Zip. 

□ Remove my name from your M/L 


I EXPECT TO HAVE A REQUIREMENT . . . 

□ immediately □ next 90 days □ during next year □ academic interest 

□ please have your representative call me at_ 

MY APPLICATION IS . . . 

□ Vibration □ Noise □ Speech □ Radar □ Medical 

□ Underwater sound □ ASW □ Shock □ other (specify) 
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